600.1347 C10 WARNING LABEL 
x> 


NOTES: 
1) MATERIAL: 3M 7 MIL MASKING FILM #8522CP OR AVERY IPM #2031 OR EQUIV. 
2) HEAT TREAT: N/A 
3) FINISH: N/A 
4) TOLERANCES: X.X = +/-0.1" / +/-1° 
X.XX = +/-0.01" / +/- 0.5° 
X.XXX = +/-0.005" / +/-o.r 
X.XXXX = +/-0.0005" / +/- 0.05° 
PARALLELISM, ECCENTRICITY AND SYMMETRY ABOUT ALL CENTER LINES = +/-0.005" 
5) UNITS: INCHES UNLESS OTHERWISE NOTED 
6) IDENTIFICATION: BLACK BACKGROUND WITH YELLOW LETTERS 
7) ALL NON-DIMENSIONED FEATURES MUST MAINTAIN A TOLERANCE OF +/- 0.050" PER CAD FILE 600.1347 REV. A.DXF 
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